SUBJECT INDEX 


An index of all articles in Volume 15 arranged by subject can 
be found on page 452. 


Errata - Volume 15 


Page 13. The center column list of six guidelines for placing 
concrete by pumping should read as follows: "Do NOT use alumi- 
num pumplines when: 

1) the coarse aggregate is quite abrasive; 

2) non uniformly graded sand is employed; 

3) the mix is low slump; 

4) a low sand-aggregate ratio is employed; 

5) a high-alkali cement is used; or 


eo” . . 
6) no air is entrained in the concrete." 


Page 180. The item headed "Use of Wire Reinforcement" refers to 


the maximum tensile strength of mesh as 3,000 psi compared to 2,000 
psi for average bar steel. The quantities should read 30,000 psi 


and 20,000 psi respectively. 


Page 187. In the table headed "Comprehensive Strength Results" 
substitute +1.0 for +10.3 in the fifth column, second line, and 


-18.6 for -27.9 in the last column, second line. 


Page 302. The item headed "Sidewalk Construction" states: "Control 
joints at 20-foot spacings are suggested." It is common practice to 
place sidewalk control joints much closer together, usually at 


intervals equal to the width of the walk. 
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